ETag: "e66ecaabd9596e5240f7cfef4121406b"
authorization: LOW FL16hzUzUWaZT77E:REDACTED_BY_IA_S3
connection: TE, close
content-length: 12738162
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-collection: opensource
x-archive-meta-date: 1897-01-01
x-archive-meta-description: Report of Magnetical Observations at Falmouth Observatory for the Year 1896. Proceedings of the Royal Society of London (1854-1905). 1897-01-01. 61:127–134
x-archive-meta-identifier-doi: 10.1098/rspl.1897.0019
x-archive-meta-journal-title: Proceedings of the Royal Society of London (1854-1905)
x-archive-meta-journal-volume: 61
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/publicdomain/mark/1.0/
x-archive-meta-mediatype: texts
x-archive-meta-originalurl: http://dx.doi.org/10.1098/rspl.1897.0019
x-archive-meta-page-ending: 134
x-archive-meta-page-starting: 127
x-archive-meta-publisher: Royal Society of London
x-archive-meta-title: Report of Magnetical Observations at Falmouth Observatory for the Year 1896
x-archive-meta01-subject: Proceedings of the Royal Society of London
x-archive-meta02-subject: Philosophical Transactions of the Royal Society
x-upload-date: 2011-08-01T01:09:50.000Z
